3184                 STATUTES AT LARGE                       [Ruies
Excess Flow Valves            Gas Systems, Liquefied Petroleum, Ac-
cessories
Fittings (suitable for gas)   Fittings, Gas
Hose                          Hose, Gas-Metal
Liquid Level Gauging          Gas Systems, Liquefied Petroleum, Ac-
Devices                       cessories
Liquefied Petroleum  Gas      Gases, Liquefied Petroleum
Liquefied Petroleum  Gas      Gas Systems, Liquefied Petroleum
Systems
Low   Pressure Shut-Off        Gas Systems, Liquefied Petroleum, Ac-
Valves                        cessories
Manifold Valve Assembly       Gas Systems, Liquefied Petroleum, Ac-
cessories
Outlet & Vent Piping          Gas Appliances, Piping-Outlet & Vent
Regulators                    Gas Systems, Liquefied Petroleum, Ac-
cessories
Shut-Off Valves               Gas Systems, Liquefied Petroleum, Ac-
cessories
Systems                       Gas Systems, Liquefied Petroleum
Tubing                        Tubing, Gas
Valves                        Gas Systems, Liquefied Petroleum, Ac-
cessories


